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The  Ministry  of  Health  has  again  indicated  that  Annual  Reports  should 
be  interim  ones  and  confined  to  , et.3ential  and  urgent  matters.  . 

1.  . Statistics . 

The  rateable  value  at  dlst  December . 1944, was  £34,746.  ,  There  were 

1,552  inhabited  houses.  Product  of  a  pe.nny  rate  was  £142. 

The  Population  liguis  vSupplied  by  the  Registrar  General  was  5,060. 
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81  live  births  occurred  during  the  year. 

45  deaths  -occurred  during  the  year,  ten  from  Cancer. 


2 .  Infectious  Disease. 

The  following  cases  occurred 
premises  carried  out  where  necessary. 


Scarlet  Fever.  ...  ; 

••  ivieasles'.  ■  '  ^1' 

Pho oping  Cough. 

Sonne  Dyse:atery. 

Scabies . 

Approximately  116  .treatments 

.  •  *  -  *  '  '  i 

Dinhtheria  Immunise. tion . 


during  the  year  and  disinfection  of 

6.  ■■  ^  . 

5  •  ,j  ■■  :  ;  ■  ■ 

5 .  ... 

1. 

were  given  during  the  yea.r. 


110  children' were  immunised  during  the  year. 

5.  Water  Sun civ. 

’  ( a ) Pi ibl i c  Su'o nlv .  Chlorinati  '-n  of  the  vHole  of  the  public  water  supplies 

has  been  continued  throughout  the  year.  The  dose  ha^s  been  kept  very  small  but 
can  easily  be  increased  at  short  notice  if  necessary.  Following  alterations  to 
|,tiie  puiiiping  mains  at  Digsv/ell  Waterworas  it  became  necessary  to  instal  an 
/additional  chlorine  solution  pump.  Electricity  .supply  being  nof'  available  on 
’the  premises,  the  opportunity  ..-as  taken  for  i/roviding  tvvo  eieptrically  operated 
solution  pumps  in  place  of  the  original  w-ater  operated  pujiip,  which  had  proved 
to  be  very  troublesome  in  operation  owing  to  the  wi-dely  varying  pressures. 


SaiTipic.:.;  ii&vf.  been  eubj'.itted  for  c.nalysiG  regulcirly  every  month  and.  the 
reports  have  invariably  beyn  ".nolly  satis.factory .  According  to  the  most  recent 
chemical  analysis,  the  yatcr  from  'felryn  v'^.teri.orks  contains  a  total  hardness  of 
29.5  parts  per' 100,000  (approximat's.ly  20.6  degrees  Clarkes  Scvale) ,  of -’which  2G 
parts  are  temporary  and  5.5  parts  perimment. 


Public  supply  is  available  throughout  the  Parish  of  Welwyn  and  the 
greater  part  of  the  Parivsn  of  Ayot  St. Peter.  '  ; 

The  average  v/eelfly  consnmption  during  the  twelve  months  ended  31st 
March  1945  wasi-^  '  .  -  .  ■ 

■■■■‘■(ij  Prom-helv/yn  Gar’den  City,  Digsaeli  Waterworks,  1,553,175  gals. 

(including  324, 685  gals,  per  week  average  supplied  to  Hertford 
Kural  bistrict  Council.)  ' 

(ii)  From  'Weivyn  Ws.terv-'-orks,  156,817  garn.  '  • 

,  Tnis  makes  a  total  average  v;eekly  consumption  in  the  P.arishes  of  ’■'e.lwyn  and  .Ayot 
St. Peter  1, bdS ,105 ' gals .  •  . 

Tne  production  from  Welwyn  71iterY‘Orks  is  less  than  in  the  previous  year 
as  Welwyn  hesorvoir  is  .aov-i  again  being  supplied  from  Digswell  Waterworks. 

(b'jPrivate  Sunplies.  The  Parish  of  Ayot  St.bav.Tence  re.mains  dependent 
upon  private  sources  of  'water  supply  but  .most  of  the  houses  have  a-  piped  supply. 

6 ,  Drainage  airi  Sererage. 

No  material  alterations  in  tne  conditions  prevailing  throughout  the 
district  h'Sve  occurred  during  the  year. 

The  number  of  private  cesspools  or  sewage  'tanks  e'mptied  during  the 
year  was  624  ( 1,106  lo.ads  -  average  1.77  loads  per  emptying).  In  addition  the 
Council’s  Sewage  Tank  at  Oakiands  was  emptied  96  times  (566  loads  -  average  5.9 
loads  per  emptying) , 

Incaluded  in  the  above  figures  are  13  cesspools  (19  loads)  outside 
Wel''yn  Rural  District.  ■  . 

Average  daily  flov.  at  ■'"ei'yn  beVv'age  Disposal  V:orks.'  63,580  gals. 

Lowest  daily  flo'/'  was  40,000  gals,  on  the  26th  August  on  wR.ich  clay  the  rainfall 
was  nil.  •  ■  --■■■■'  ■  .  A- 

Highest  daily  flow  'was  141,000  gala,  on  the  17th  November  on  ''.v-hicn  day  the 
rarnfall  was  .54  .ins.,  follo'wing  ,4o  ..ns.  on  the  previous  day. 


7. 


Rainfa 


1  '1 


The  totaj_  r.'..infail  recorded  at  tblwyn  Sewage  Disposal  ^j^orks,  during  the 
year  wawS  21,855  in,s.,  only  slightly  more  than  1343',  •whicn  nad '  the  lo’^i-est  rainfal. 
recorded  since  193b,  The  average  rainf.all  for  trie  five  years  1840-44  ’was 
2.3.725  ins.  During  1944  there  ,,ris  a  measurabio  fall  of  rain  on  159  separate 
days,  the  heaviest  daily  f;:’.ll  being  1.20  -.Ins',  on  the  4th  August.  The  w-ettest 
month  wo'.s  August  'e’ith  3.45  ins.  of  rain  raid  tiie  driest  month  -was  March  with 
only  0.21  ins. 


6. 


Houso  Kef  use  and.,  C.-yllcction. 


Separj^te  housw  to  house  coilcction  of  refuse  salvage-  nas  been 
continued  tnroughout  the  year;,  refuse  and  saiv.age  being  collected  in  alternate 
r-ecks,  i,e.  fortnightly  collectisn  of  each.  The  Contractors- for  the- collection 
have  carried,  out  their  '.'ork  very  satisfactorily.  The  quantity  of  salvage  of 
various  typos  sold  during  the  year  ivas  S6  tons  lOy  cwts,  and  the  psyrsent  received 
for  this  ra.s  1420.  2.  od,  mailing  a  grand  total  since  March  1940,  rdion  separate 
salvage  collection  -as  coiranencod ,  of  675  tons  10^  evvts.  sold  for  £2,050.  2.  8d. 

9.  Sa.nitarv  Ins'&e.ctions  end  Visits  for  oi^ecial  Furoosc-s. 


Premises  visited. 
Nuitber  of  visits. 


l22 . 
179. 


Infectious  Diseases  etc, 


Premise 


Visit 


dcariot  Fever. 
Diphtheria. 
Paratyphoid „ 
Smallpox  c on t a c t s . 
Cancer. 

Miscellaneous . 


6. 


1. 


1, 


6 . 


1. 

2. 

1. 


x4 , 


16. 


Note.  Disinfection  'vas  carried  out  as  neceaso.iy, 


Nuisances . 


Cesspools  etc. 
insani tary  pr  erai s  es . 
Paterclosets  and  d.rc.d.ns 
Refuse  and  Ashpit-s-. 
Animals . 

Overcrov/ding. 
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2, 

6. 
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2. 

1. 


9, 


11. 

5, 

4. 

2. 
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Moveable  Pue.Ll  !-nrs . 


6 . 


y . 


Permitted  Numbers , ^ 
Suspected  An  t  h  r  a  .x- . 

eater  Supply. 
Verminous  Premises. 

Mi ^  k  anq  Dairies. 

Food. 
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1. 

10. 
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Housin:;  Defects. 


17. 


50, 


I 


10 .  Moveable  D-fullings.  ^Biiblic  Health  Act  19b6.  SeCo  . 

I 

% 

Five  licences  to  station  and  use  cuvivans  r  ore  iasued  during  the  3rear, 

11.  Frc-dication  of  Bed  Bugs. 

T?,'0  reported  infestations  were  invewtigsted .  One  house  was  found 
to  be  fre'e 'and  the  other  prcinisea  '( military }  were  cleared  after  suitable  treat¬ 
ment.  . 

12.  Housing.  .  ,  . . . . ..'I  '....l  ^ 

(i)i\[(-jw  xiQusus.  One  nevv  house  nas  been  built , by  private  enterprise  dui'ing  (_ 
the  year. 

(ii)Housing  conditions  g'.uicircallv .  Housing  conditionvS  generally  remain  as 
reported  last  year.  The  matter  has  beu;n  roCi.-iving  the  Council's  constant 
consideration  throughout  the  year  and  sites  for  .new  houses,  to  be  built  as  soon 
as  possible  after  the  end  of  the  v.ar,  have  betn  selected  at  .'.-er  yn  and  Vi'ooimer 
Green. 


1 V’ 


Food  end  hrugs  Act  1108, 


Food  es  a',.taiaed  b>-low  was  in&ptctt-ad  ano  certified  unfit  for  human 


consumption  and  either  destroyed,  divSposed 
to  suppliers  for  salvage. 

of  as  pig  a 

nd  poultry 

food  or  returned 

Food  in  tins  or  other  cont'iners . 

Woo  of  cont 

ainers . 

height  in  lbs. 

Meat,  various. 

26, 

46. 

Fish. 

17. 

11. 

Milk. 

IP. 

9. 

Vegetabl-es . 

o  • 

la- 

coup, 

■  29. 

14^. 

Marina lad.-o  and  Jam. 

10. 

29 , 

94. 

111  lbs. 

Other  foods. 

Crt. 

lbs . 

Or-ciiges.- 

16. 

Rice. 

2. 

67. 

• 

Bacon  ■  '  •  ■  ■ 

16 . 

Beef. 

102. 

Mutton . ■ 

2.'  ■ 

,  65. 

r 

Sausages . 

^  • 

Cii  e  e  s  e . ' 

5. 

Butter, 

27o. 

2i, 

c.'  9  o  . 

Total  weight  of  ail  foods.  22  cwts. 

lbs. 

-5- 


\ 


14.  Typhus . 

The  mutual  aid.  scheme  referred  to  in  thu  last  report  is  still  in 

being. 


L.Burviil  Holmes, 
acting  Medical  Officer  of  Health. 


Council  Offices, 
V.'c-lv-yn, 

Herts . 
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